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Essex County War Memorial in the- *, @B) 
Foreground | lo 
see Windsor, Ontario, Canada at 
Giles boulevard,. beautifully situated at | 
the south end of Windsor and running east 
and west, is one of the show streets of 
Windsor. It is handsomely adorned with | 
pretty flowers and shrubberies and _ its 
homes rank among the finest of Windsor. 
avenue. ; 
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